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Name 

ROBBINS, BROOKE GERALDINE 

Address 

04921 WOODMONT DR 

JACKSON MS 39206 

Date of Birth 

12/19/1970 

Sex 

F 

Race 

W 

Height 

508 

Weight 

120 

Eye Color 

GRN 

Hair Color 

BLN 

Arresting Agency 

MCSO 

Arrest Date 

09/25/2018 

Charge 1 

POSSESSION OF C/S 

Felony / Misdemeanor 


Indictment # 


Warrant # 


Charge 2 


Felony / Misdemeanor 


Indictment # 


Warrant # 


Charge 3 


Felony / Misdemeanor 


Indictment # 


Warrant # 


Charge 4 


Felony / Misdemeanor 


Indictment # 


Warrant # 



ROBBINS, BROOKE GERALDINE 



Disclaimer: Information posted on this web site is provided for informational purposes only. It is 
subject to change and may be updated periodically. While every effort is made to ensure that the 
posted information is accurate, it may contain factual or other errors. Inmate information changes 
quickly, and the posted information may not reflect the current information. Please note that this 
information reflects current arrests only. This is not an indication that anyone on this site has been 
convicted of a crime and all individuals are innocent until proven guilty. The information on this web 
site should not be relied upon for any type of legal action. 
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